A PSSIDC - A Profile   49
mechanism for the recovery of arrears, (4) improving the
infrastructure facilities. (5) introducing simplified procedures
for the release of raw-materials by creating mini-raw-material
servicing centres at the guilds, (6) providing package services
such as the S.S.I. registration, the 1ST marking, (7) carrying
out a diagnostic study of sick units and taking up cases with
banks for release of additional working capital with release of
margin money by the Corporation.
A quality control cell has been created under the
Monitoring wing which has been extending liaison services to
various units. It holds discussions with appropriate authorities
for obtaining ISI markings and getting statutory preferences for
the ISI marked products from the government. Eight units
obtained the ISI marking with its assistance.
After having analysed the various activities of the Cor-
poration under different schemes, an attempt is made to appraise
overall growth. The purpose of the evaluation is to highlight
the efficiency of performance. For this growth of funds, and
their pattern of application are examined.
It is observed that the total funds at the disposal of the
Corporation increased from Rs. 965.17 lakhs in 1977-78 to
Rs. 1,494.95 lakhs in 1980-81. Table 3.1 shows that the total
funds increased by 1.55 times in 1980-81 over 1977-78. A close
examination of the data reveals the growth of trade dues was
faster than any other source. Further, trade creditors formed
a major source of funds in the recent two years.
Regarding the pattern of investment of funds current
assets and advances secured a major share. Of all items of
investment, growth was the highest in the case of current assets.
It was natural for a development corporation to have rapid
growth in current assets and advances.
The performance of the APSSIDC can also be evaluated
by examining a few financial ratios such as debt / equity ratio
and the growth of net working capital. Profits as a percentage
to sales, to gross fixed assets and capital employed were also
considered for assessing its performance. The relevant data